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1 . Tbe oobjoct 

progran pl^ci In those propo.al.orp.pere 

^”.re ^r.' nra S.cl.lon .. to o»ctl, eh.t the pilot, 
lif® support i* to be. 

* t ♦ im the oosltlon of D /Operations and D/Rateriel that 

2 . It is the P°f x ' rf T n the program, 

full pressure suits s’™** 1 ^ ? u3 r pr# *sur© suit is 

for ao other reason, the of the partial pressure 

££*£ difficulties In obtaining 

spare parts. 

a. n i. . 1.0 to. \^5£S£* 

that there .111 not b. * t is no. required for the 

tailoring of fun believed that the etate of-the~ 

partlal preo mire far enough along 

art of *”iLP«^»Sn moerSTilU not be required. If the 
that aa expensive wtD progr orograns is taken 

experience f »ll^roject IDEALIST pilots 

neif atneke . 



s is the interest of dollar savings, the “* 

6 * 2 S thtat 1 ST pilots would amount to a considerable 

:^ur M t^«^ltfc^uld be obtained fro. US*E stoea., 

further savings could fee realised. 
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a. It is the rw oiwhi t ion of tin* undersigned that the 
following actions be ieplemnted as soon a» practical *o a» 
to any possible slow-down in the w~2R developuc nt 

progra*. 

a. Physical profiles of all IDEALIST pilots be taken 
to determine what else fell pressure suits will be required. 

t». USA? be contacted as to the availability of on- 
the -shelf life support Item required fear the U-2S program. 

c. A fall pr es s ure suit aodcfication program (if 
required) be initiated with David Clark Corporation. 
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Distribution: 
#1 ~ HfcD/OSA 
#2 - D/SA 
#3 - D/O/OSA 
#4 - D/M/OSA 
JPS - IDEA/BSA 
#6 - RB/OSA 
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